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HOCKEY STINGERS FORCE THIRD GAME 


The underdog Concordia Stingers downed league champion Trois Rivieres 6-3 on 
Sunday afternoon at the Lovola Campus Arena to force a third game Wednesday 
(February 26th) in the best of three Q.U.H.L. semi-final. The deciding game will 
be played in Cap de la Madelaine at 8 p.m. 


Trois Rivieres won the opening game 7-2 on Friday night in Cap de la Madelaine. 
However, the Stingers scored two goals before the second game was two minutes old 
and that seemed to disrupt the Patriotes' game plan and forced them to play 
catch-up hockey, something they have not had to do too often this season. Trois 
Rivieres tied the game at two in the middle frame but the Stingers struck for four 
unanswered goals to put the game out of reach. Brent Cater was the offensive star 
for Concordia with three goals while Neil Trineer, Rob Boyle and Richard Vermette 
added singles. 


The winner of Wednesday's game will advance to the league championship series, a 
best of five affair which gets underway on Friday(February 28th). Ottawa or 
McGill will provide the opposition in the final series. 
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